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Blast Furnace.

closed by the sloping walls which connect the hearth and the bosh
Is termed "' the boshes" of the furnace. The tapering walls
reaching upward from the bosh are called the " inwalls." The top
of the furnace-is closed by the " bell and hopper," which rests on

View of Hot-Blast Stove Connections.

the top of the in walls.   The portion of the shaft just below the
hopper is called the " stpckline."

Though furnaces are built in many sizes, the dimensions of
these various parts are generally proportional. The maximum
sizes which have been so far attempted are as follows: Total